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Meta Title: Grow beauty: What is the average cost for breast implants 


Meta Description: Discover what is the average cost of breast implants with the factors and 
considerations and make informed decisions for your aesthetic goals. 


Breast implant surgery has grown in popularity over the past few decades. Women are choosing 
surgery to improve their appearance and self-confidence. It is only a cosmetic procedure. The 
technique known as breast augmentation is used to enlarge the breasts, add volume, and 
improve their overall look. Additionally, This can be done for aesthetic or reconstructive reasons, 
such as after a mastectomy for breast cancer. If you want to opt for this process but worried 
about what is the average cost of breast implants? Let's explore the cost and factors that 
determine the ultimate cost of this surgery. 


The average cost for breast implants 
The cost of breast implant surgery in India is reasonable. In India, breast implant surgery typically 
costs between Rs. 100,000 and Rs. 1,50,000. Costs for breast augmentation might include the 
cost of anesthesia, surgical facilities, the type of implant utilized medical tests, the procedure 
employed, the surgeon's charge, etc. 


The overall cost depends on the following factors: 


Types of Implants: Implants are used in the majority of breast augmentation operations. There 
are two varieties: silicone and saline implants. These categories are further divided into groups 
based on their size, texture, durability, form, and other traits. The price of the operation could 
go up depending on the kind of implant used for the treatment. 


Techniques used in Surgery: Basically, there are two methods for increasing breast size. Breast 
implants are the second procedure after fat transfer. Depending on where and how the implant 
is implanted, the price may increase or decrease. Breast implants cost roughly Rs. 105,000 to Rs. 
1,50,000, while the fat transfer procedure ranges in price from Rs. 50,000 to Rs. 1,000,000. 


Choice of Hospital: The cost of breast implant surgery will greatly depend on the hospital, super 
and multi-specialty that you select. In super-specialty hospitals, medical care typically costs more. 
In addition, the location of your therapy also affects the ultimate price. In metro cities, the cost 
is typically higher. 


Hospitalization Costs: Breast augmentation surgery can be done on a daycare basis, but it 
frequently necessitates hospitalization. The cost of admission, OT charges, room rental, bed 
charges, discharge, and other medical consumables are among these costs. 


Medical Test: To assess the patient's general health before any sort of surgery, the doctor may 
request a variety of diagnostic tests, such as an ultrasound, MRI, CT scan, and others. These tests 
each cost between Rs. 500 and Rs. 1,500. 


Surgeon Fees: A plastic surgeon with more than ten years of expertise will probably charge more 
than one with only five. In addition, skilled surgeons are typically better at minimizing 
complications and expertise in that area. For breast augmentation surgery, a surgeon may charge 
anything from Rs. 30,000 to Rs. 60,000. 


Conclusion 

It is important to choose a skilled and experienced surgeon who prioritizes patient safety and 
well-being and is able to minimize the risk. Patients should thoroughly research and consult with 
experienced and expert plastic surgeons to get a clear understanding of the potential costs, 
benefits and complications. 


